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DPD-5970-59 
2 September 1959 


MEMORANDUM FOR THE RECORD 
Conte. 


SUBJECT: |ITEK Post Office Change 


1. On 1 September 1959 subject Contractor advised that 


his Post Office Box has been changed as follows: 


a ao 
P.O. Box 9 
Winchester, Massachusetts 


25X1A 


2. The old Box under 
serviced for a period of 30 days. 


name will be 


Contracting Officer, DPD 


y idee 
ae 


Approved For Release 2000/04/18 CIA-RDP81B00878R001300010001-1 


ernn pit “0 @ guyeewe# 
3 PD fi pate 


29X1A 


25X1A 


oh . 2 0 \\ adele 


ee ne wen 
3 we ee 
pa 


